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Message Text 


TAGS: OTRA, OCON, TBIO, UK 

SUBJECT: FDA REPRESENTATIVE ATTENDING SCIENTIFIC 

MEETING 


1 . FDA ADVISES THAT MR. WALTER GUNDAKER. ASSISTANT DIR- 
ECTOR FOR REGULATORY OPERATIONS, DIVISION OF COMPLIANCE, 
BUREAU OF RADIOLOGICAL HEALTH WILL BE IN THE UNITED KING- 
DOM MARCH 26- APRIL 2, 1977. MR. GUNDAKER WILL PARTICIPATE 
IN THE ANNUAL MEETING OF THE BRITISH OCCUPATIONAL HYGIENE 
SOCIETY AND WILL PRESENT A SCIENTIFIC PAPER ON THE U.S. 
VIEWPOINT OF REGULATORY SYSTEMS FOR THE CONTROL OF IONIZING 
RADIATION. 

2. ASSISTANCE OF EMBASSY WILL NOT BE REQUIRED. 

VANCE 


UNCLASSIFIED 
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